DART AEROSPACE LTD | Work Order: 
aS easy 


Description: Fitting Part Number: 
Per ee red 


Inspection Dwg: D3299 Rev: C 


FIRST ARTICLE INSPECTION CHECKLIST 


Drawin Actual 
saa a cui Dimension rect m Seelen Comments 
1.625 +/-0.010 
1.250 +/-0.010 + 
@1.00 +/-0.030 
@0.560 +0.005/-0.000 


00.302 ‘++0.005/-0.000 


0.09 +0.007/-0.008 
30° +/-0.5° 


AL 


AUE 
H | 


1.700 +/-0.010 
R0.06 +/-0.030 
0.476 +0.000/-0.005 


MOW for 9/16"-18 | Min = 0.5742 
0.20 +/-0.030 
= 
0.150 +/-0.010 
aes ree | 
Ø0.696 +0.007/-0.008 aa 
Ba Ø0.588 +/-0.005 
0.50 +/-0.030 
_| 


2.85 +/-0.030 


Measured by: Audited by: | Preliminary Approval: | 
| Date mae | Date: | 


Revised by | Approved 
KJ/JLM 


New Issue 
@0.302 was 0.313 


Dwg Rev updated 
Dimension revised 


Dimensions revised 


H:\FORMS\Quality Assurance\approved QA\FAI revE 


